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CRONAX 


TECHNOLOGY, DESIGN & INNOVATION 


eC) Commercial Aircurtain 


rif Aircurtain MS powder coated 


Model = Unit Size 


CAC - 2003 90032304720 (3 Feet ) 


CAC 2010 1000230920 (3.5 feet) 


1500%730x220(5 Feet) 
1800%230%220 (6 Feet) 
2}00x 230n220 (7 Feet) 


© Material :- MS powder Coated 

@ Air Velocity :- 18-20m/s 

© Operation :- Manual/Automatic with sensor 
© Effective height :- 8-9 Feet 


24 Aircurtain High Quality Aluminum. 


Nodal Unit sire 
9004210235 (3 Fect) 
1000n210%295 (35 feet) 
71200x210x235| 4 Feet) 


1500x210x235( 5 Feet) 


7800x210x235 (4 Feet) 


CAA = 2021 2100:2'0:235( 7 foot) 


:- High Quality Aluminum 
© Air Velocity -- Low-16 m/s ~ High-22 m/s 
© Operatio 


+ Manual/Automatic with sensor 
‘9 Effective height :- upto 10 Feet 
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eC) Commercial Aircurtain 


E34 Aircurtain Stainless steel (304 Grade) 


Unit size 


900x250%220 (3 Faet) 


T000x23 et) 


1§00x230x220 (6 “eet ) 


1800x230«220 (6 Feet) 


CAS -2021 2100x 230x220 (7 Teet) 


‘© Material :~ High Quality 304 Grade S$ Body 
© Air Velocity :- 18-20rr/s 

© Operetion - Manual/Automatic with sensor 
© Effective height -- 8-9 Fee: 


ZB Aircurtain with front Suction 
(MS powder costed) 


Modal = Unit sae 

CAFS - 2009 90012304220 (3 Feet ) 
CAFS - 2010 1000x230x220 (3.5 feet) 
CAFS - 2012 | 1200x230x220 (4 Fee: ) 


CAFS. - 2015 1500%230x220 (5 Fee:) 


© Material :- MS powder Coated 
© Air Velocity :- 20-22m/s 
@ Operation :- Manual/Automatic with sensor 


© Effective height :- upto 10 Feet 


Mate ir lia 
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Industrial Aircurtain 


E54 Aircurtain MS powder coated 
High speed / Stainless Steel 


Mode! Unit Size 


CAL = 2009 915356457 


WAT W35 RAST 


220"356x457 
1530x356%457. 
1830x356x457 
ZI34K350K457 


© Material ;- MS powder Coated 
© Air Velocity s- 23-25m/s 


© Operation :- Manual/Automatic with sensor 
© Effective height :- upto 15 Feet 


z Industrial Aircurtan High Speed 


(with Crompton Motor) 


Medel Unit: 


CAC|- 2009 915370%375 (3Feet) & 06 J 


CAC! - 2012 1220x370x375 (4 Feet) 
CAC -2018 | 1€30K270x275 (6 Feet) 
CAC) - 2026, 2137x370%375 (2 feo!) 
@ Material :- MS Powder/Stainless steel 304Grade 


© Phase :- Single/Three 

© Airvelocity :-23-25m/s Three phase/18-20 m/s Single phase 

© Effective height ;- 10 Feet (Single Phase)/15 Feet (Three Phase) 
‘© Flame Proof Also Available 


Moke in Indio 
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{@ Customize Aircurtain 


Verticle Aircurtian 


The Cronax Verticle Aircurtain door curtains have design that predisposes them for 
application in the interiors: with high appearance requirements their price-performance 
ratio makes them an irreplaceable part of your interior the air curtain can be placed 
vertically only on either one or both sides Advantages of the Cronax door curtain highly 
effective curtain various colour options for the door curtain available unbeatable price of 
the air curtain Effective door curtain design version All models of the door curtains have 
highly effective and direction configurable louvres in the series version. The curtain has an 
integrated anchoring plate for easy anchoring to the floor. 

For more details contact Team cronax. 
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Wat O Wooden 


— 


~— 


We customize 
according to the 
requirement. 
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CRONAX 


AUTOMATIC SOAP DISPENSERS 


#E casp-01 


| _Isoprophyle Alcoho! (IPA) 
1100 ML 


‘Operated 4x AA Alkaline Botte! 
Sensing Range | 6CM 


% casp-02 


(Operation 


Sensing Range 
Battery 
Dispense Volume 


 casp-03 
t 034 
Brand | CRONAX 
Volume 900 mi 
Liquid output 
Stainless Stee! 
/Output Method | Automatic induction 


@% casp-04 


Medel Unit 


Material Stainless Stee! #304 
Isoprophyle Alcohol (IPA) 
|Capacity 2000 ML 

Usage ‘Automatic Spray System 
[Operated Electrical(220V, 50H2) 
IPA Alcohal Liquid 
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CRONAX 


{@ AUTOMATIC SOAP DISPENSERS 


& casp-05 


Medel Unit Size 


2000ML 
Liquid output ami 


‘Material $8 304 Grade 


Output Method Automatic induction 


Sensing range &cm 
[Operation | Size AA" 4 pes (Not Incluced ) 


Power 


; 10 mi = 100 mi according 


sense time | sec - 10 mi. 
2Zsec = 15 mi tll 1 min. = 100 mi 


% casp-07 
Voltage VoltagIOV/220V-240V-50/60Hz | 
|Electrical Isolation Class |i 


Environmental Humidity 80% 
|Ambient Temperature | 5-40°C 


‘Spray Volume 0.6-10mi/s = 
‘Sensing Distance TO#3em ] _— 
Tank Capacity 150m) 

Dimension '230°150°276 (mm) 
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{@ Stainless Steel Soap Dispensers 


# cssp-01 


Capability 


Material Stainless otecl 304 
\Wall-Mounted 


 cssp-02 
— 
[ 02 4 Medel 
|Capability =| 800ML 
[Material Stainless steel 304 


‘Stainless steel 304 installation ] 
‘Wall-Mounted 
ay 
Capability | S00ML 
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HAND DRYERS 


@ cup-o1 


ABS Plactic 
2000 


ye 220V(50H2-60H2) 


= Drying Time 
Dimensions W240*D240°H230 ini 


Unitsize 02 J 
2000W 7” 
220¥/50H 
Scns 


Drying Time <10See 
[Dimensions 10x240x735 mam 


| Material |ass | 


[Power Supply | 220W/50H2 


: 


TRPM, 2200 | 
Drying Time <20Se6 
[Dimensions | 240°208"255 min 
ABS (White) y 
1200. W 
220V/50H2 
ae 


| 205°135"290 mm. 
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HAND DRYERS 


% cup-o5 
| Material 
TCOOW. 
Power Supply AC220V-50Hz 
Ar Speed "Em 
RPM 2500 
Drying Time 


[Dimensions 410x240x135 mm 


ZB cup-06 
Qy 


Unit Size 
Material 
Power 1800 W 
Power Supply 
Air Speed 
Drying Time 
Dimensions 2402303240 mm 


4 cHp-07 


Watts (W) 
‘ACZZ0V/ SOHz 
[Blowing Rate | 100m/s 


Blowing Volume | 90m3/h 


Drying Time 
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Jet Hand Dryer 


Model Unis Sice 
Mounting Wall Mounted 

Constcuction __Palycarbonate ARSCasing 
Operation TTouch-Free Infre-Red Activation 
Motor 

Hand Dry Time 7-10 Seconds 

voltage OV 50 He 

Rated Power | 850 W 

Air Speed 5 onl 

Current 65N 

Protection Clase 1px! 

Suitable Traific High 

Blowing Volume is0m3/h 

RPM 18.000 RPM 

Color white 


&?4 Jet Hand Dryer (Model No: CJHD-02) 


Mounting Wail Mounted | 
‘Operation fouch-Froe Intra- Rea & o2 ) 


Pritetondess Te | 
‘Suitable Traffic Medium 


Blowing Volume 180 ma/h 


'RPM 25,900 RPM | 
Color Stainloce Stoo! Matt Finich 


r¢”) Call Today 
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{2 Jet Hand Dryer 


E Jet Hand Dryer (Model No: CJHD-03) 


<= 


unrsize 


Mounting ‘Wall Mourtect 
Construction Poly-carbonate ABS 
[Operation Touch- Free Infrared Activation 
Motor Brush AC Type 

[Hand Dry Time | Less than 15 Seconds 

Voltage 220V/ SOHz 

[Rated Power | 1000W 


Current 5-94 
Protection Class IPXt 

Blowing Volume | 150m3/h 

RPM 25,000RPM 

Color Grey Block, Write, Silver 


: 44 Jet Hand Dryer (Model No: CJHD-04) 


‘Mounting | Wall Mounted | 
Construction Stainlace Steal #304 Non Magnetic 
Dperation Touch-Free intrarad Activation — | 
Motor rush Type, Dual Ball Basrings 
Hend Dry Time | Less than 20 Seconds | 
Rated Power ‘S50W (No Heating Element) 

Air Speed | 95 m/s 


few sa 


Protection Class | PX! 
wing Volume =270 m3) 
RPM 25,000 RPM 


r¢”) Call Today 
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{@ Stainless Steel Hand Dryers 


# cups-01 


Material Stainless stew (3046) 
Power 1809'W 


a Stent EE 

RPM 26000 

Drying Time 7A0 seconds 
eNsiONs: 295K 175 X 325mm 


B® cups-02 


Ww 


Material Stainless steel (304G) 


frower Cow 


Fower Supply | AC220\-S0Hz | 


RPM 26000 
Drying Time 
[Dimensions 240 X27OX 174mm. 


& cups-o4 


Moda! Unit Sze 
Material | Stainiess s:eei (3046) 
Power 2500W 

Power Supply 


Drying Ti 
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{@ Stainless Steel Hand Dryers 


# cups-os 
ws 
Material Stainless steel (3046) 
TONER SUPDIY | ZaNvisurie=8n Fe 
RPM 
[Dimensions | zzevoxana men 
B cups-06 
ener "E0O% 
Power er SUuppIY 220 V(SOH2 - 60 Hz) 
1 Air Speed 1 m/s 
Drying Time 
% CHDs-07 


Mode! 
material 
Power 


| stainioss cio! (2046) 
4000) 
‘400-950V/ 


Power Supply 
Air Speed 


Drying Time | <15seconds. 


see CHDS-08 


“Material | Stainless steel (3046) 


Motor Pi 1000.W 


Power Supply | AC220V-50Hs 
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‘?) Paper Dispensers 


@® crp-o1 


Unitsize 


Paper Type Fold / M Folet 


(C Fold /M Fold 


 crp-03 


Capacity 2pkt 
| 
Paper Type | CFold/M Fold | 
| 
Color | White 


Capacity 
Operation Manual 
Paper Type ‘CFald/ Mm Fold 


IPA Alcofal Lquid 
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@ Paper Dispensers 


Faper Type eau) 
Material ABS 


Capacity Spkt 


Operation ‘Manual 


Paper Type C Fold / M Fok 


Material 30485 


% cpp-07 


| oli Diametor up to 220m, 
Paper Type Jumbo Toit Paper Roll 


| Manual 
Material 
| BlackColo~ 


# crp-os 


Capacity | Roll Diameter up to 226m 


\ Paper Type Jumbo Toit Paper Roll 


‘Operation | Manus 
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{@ PLASTIC SOAP DISPENSERS 


# c-spo1 


Material 


| capacity SD0ML/ 1ODOML 
om a 
# c-spo2 
renal 
ie 
Dispense Volume | 1-1.5 ml perone press 


Suitable For Liquid Seap, Snampoo, Sanitizer, 


Dimensions Conditioner , Shower Gel, Moieturizer 


[Construction | Poly-carbonate ABS Casing 


Operetion Manvel 


‘Capacity | 400 ML 


Dimension | 90mm (D)x 105mm (W) x 19am (H) 


@ c-spo4 


Model Unit 


ABS Boy 


Foem Soap Uiepenser 
SOOML/TDOOML 


Material 


Capacity 


—= 
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%@ Shoe Cover Dispensers 


@® cspo 


Rap, [enenten ; 
Ee 
: ov | Ca 


10 Covers 


# cspo2 
[Oparation Fally Automatic 
Raled Power 20W | 
|Loadina Capacity) 80 Covers (Plastic )/ 50 Covers | y 2 
pimension 750 300 « 630 MM 


‘Standby Power Consumption | About 75W/h 


Film-cut-time 2-3Secends 
|Film-Cover time 2-3Secenes 
Dimension 4, 5K7BX33. O71 
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Pvc Strip Curtains 


BE tintBiue 


Sears 
2mm3mmamm&5 mm 
Ee 
|Hookan System MS PowcerCoated / 


Stainlessster!304Grade 


24 Freezer Grade 


Thickness 
Temprature 

Applictaions 

|Hookon System | MS Power Coates / 


& Anti insect 


Thickness 2mmy3mmdmmn& 5 me 
[Working Temprature | 10°C-65°C 
‘Applictaions 
Hooken System 


ZF Double Ribbed 


Thickness 
Working Temnprauure | 10-65" 
Anplictaions ‘Commerciel/Industria 
Hookon System MS Powder Coated / 
Stainless steel 304 Grad 
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YPvc Strip Curtains 


= Welding Grade 


Mo« Unit 


“Width, 200mm/ 300mm 
Rear Tene [ere 
Hookon System M5 Powder Coated / 


z Fire Retardant/Anti static 


Width 200mmn/30Umm 


Thickness 2mm3mmanm§§ mm 


‘Applications ‘Commercial/indusirial 
Hookon System MSPowder Coated / 


4 Stainless size! 304 Grade 


£73 Welding Screens 


widen | 148Umm or coustmize 
‘Applications Induscrial Welding Stations 


re Magnetic curtains 


ay . 


ae SEMANA. 
‘Applications ‘Commercial/industriel 


Hookon System Siainless steel 1éinches 


&.20inches top & bottom 


Roll Length 30 Meter 
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CRONAX 


%@ Shoe Shining & Cleaning Machines 


cA) ‘Stainless Steel/Satin Finish 


‘Time Protection | 13sec 


Folish capaci ML 


[Dimension 10x 329.2495 mm. 


ey = 5 Uae 


Material Be Stee 


Time Protection 1Min.autc 


Polish Capacity | 200m! 


Dimensions 210°370°330 mm 


# CSM-03 


‘Operation Fully Automate 
Rated power | AOW 


‘Time Protection | 15 sec 
Folish capacity 200 ML 
Dimension 870.370 « 200 mm, 


ses CSM-04 


‘Material #304 Stairless Steel 
Bimension(mm) 7801340100 inn’ 

Dry Zone (mm) 510 370 mm ] 
Operation | Blectrical 

Brush Rotate Speed 10invinin 

‘Cleaning Node Auto cutton drain 


[Auto Cut 1012Seexx 
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CRONAX 


{@ ELECTRIC INSECT KILLER MACHINE 


#E cer-o1 


UnitSize 


MS Body Foveder Coates 


Dimension 


| 24ST 98'S X20H 


————l 
; — 


UV Lights Glue Pads UV Sleeved 
Tubes 


c¢”) Call Today 
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{ GLUEPAD FLY CATCHERS 


Node! 


UVA LAMP. 1BW X3nos 


Dimensions 10min x 115mm x 325mm 


“igh quay ASS 


Pad 


Mounting 


Uoitsiae 


UVA LAMP. 15WX nos 


Materia 
Gt Nos 
Mounting ‘Wall Mounted 


# cep-o3 


|UVA LAMP. 18WX 3n0s 
Material Fiber 
fell OT Nos 


bimensions 520mm 300mm x Tlsmim 


‘Marerial High Quality ABS 


03 Nos: 
‘Wall Mounted 


Mounting 
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{@ Our Valuable Clients 


Call Today 
CRONAX +91-7428318777 


Our Values 


ae . 
@) Ptehia 
a 


QUALITY RELIABILITY EFFICIENCY INNOVATION SUSTAINABILITY 


Our Presence 


Branch Offices India 


Hyderabad Chennai Bangalore = Mumbai Bh: Chandigarh Ludhiana (Punjas)— Mansarover (Jaipur) 


International Office 


Dubai(UAE| Nepal Bangladesh 


aS 
AFTER SALE EXCEPTIONAL QUALTTY 


HAPPY. 
CUSTOMERS SUPPORT AND VALUE 


© 6 


INSTANT. SAFE SHOPPING 
DELIVERY GUARANTEE 


Corporate Office 


G3) info@cronax.co,in 
QR (+91)7428318777 


Plot No.256,16/2 Karkhana Bagh 
Old Faridabad Haryana-121001 


CRONAX Factory 


TECHNOLOGY, DA wwwecronax.co.in 
DESIGN & INNOVATION 91) 7478318777 


16/5, Karkhana Bagh, Old 
Faridabad, Haryana, 121001 


